164    DOCKETED ITEMS

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Dratndown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp, 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. Of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203170314 Responds to NRC 920210 Itr re violations noted in tnsp Repts 50-390/91-
32.Corrective actions:11 weld radiographs that failed to meet density requirements
were re-radiographed & reviewed by util & NRC.

GARRITY.J.H. Tennessee Valley Authority.  92/03/09. Document Control Branch
(Document Control Desk). 6pp. 60981:235-60981:240.

9203190043 Responds to NRC 920210 Itr re violations noted in insp repts 50-390/91-33
& 50-391/91-33.Corrective actions-.housekeeping deficiencies corrected,monitoring sys
introduced & insp of plant completed.per Site Std Practice (SSP) SSP-12.07.
GARRITY.J.H. Tennessee Valley Authority. 92/03/10. Document Control  Branch
(Document Control Desk). 6pp. 60990:014-60990:019.

R. Periodic operating reports & related correspondence

9203030285 Forwards fitness-for-duty program performance data for Jul-Dec 1991 in-
cluding trends & initiatives for util fitness-for-duty program.

BURZYNSKI.M.J. Tennessee Valley Authority. 92/02/28. Document Control Branch
(Document Control Desk). 19pp. 60857:148-60857:171.

S. Report able occurrences, LERs & related correspondence

9203230137  Submits  determination  for  reportability  of SCAR  WBP   890616   SCA
(RO).Memo supercedes previous reportability determination.Deficiencies reported.
PACE.P.L. Tennessee Valley Authority. 92/02/24. NRC - No Detailed Affiliation Given.
8pp. 60984:326-60984:333.

9203230255 Revised final deficiency rept 50-390/89-09 & 50-391/92-03 re failure
caused by excessive keyway depth.lnitially reported on 891023.Defective motor pinion
gear & keys for actuators have been replaced. Initial final rept submitted 891121.
GARRITY.J.H. Tennessee Valley Authority. 92/03/16. Document Control  Branch
(Document Control Desk). 5pp. 61057:001-61057:005.

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac-
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re-
place all affected contactors.Replacements available by Apr 1992.
PATTERSON.L Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211.

DOCKET 50-391 WATTS BAR NUCLEAR PLANT, UNIT 2

A. Application/construction stags documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities -10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTlOW,J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co, of New York, Inc. 4pp. 60997:033-60997:036.

9203100012 Confirms 920219 telcon between J Garrity & K Barr re 920219 meeting at
site.Meeting for util to brief NRC on const progress at facility since restart of const
activities on 911122.Proposed meeting agenda encl.

REYES.L.A. Region 2 (Post 820201). 92/02/14. NAUMAN.D.A. Tennessee Valley Au-
thority. 3pp. 60843:114-60843:116.

9203180075 Confirms 920211 telcon between G Pannell of util & K Barr of staff re
920310 meeting in Atlanta.GA re TVA briefing of NRC on plant assurance of qualilty &
assurance of completion & results of QA records review to date.Proposed agenda
encl.

REYES.L.A. Region 2 (Post 820201). 92/02/21. NAUMAN.D.A. Tennessee Valley Au-
thority. 4pp. 60935:357-60935:360.

9203040337 Requests authorization to use alternative to construction & installation re-
quirements of ASME Boiler & Pressure Vessel Code.Enclosures identify proposed al-
ternative & 2 licensee commitments made in rept.

GARRITY.J.H. Tennessee Valley Authority. 92/02/25. Document Control Branch
(Document Control Desk). 7pp. 60822:352-60822:358.

9203090451 Suppls 910722 Itr reporting several recent changes to ECCS evaluation
model used to calculate effects of LOCA.Util will perform small break LOCA reanalysis
to incorporate revised auxiliary feedwater flow to steam generators.
GARRITY.J.H. Tennessee Valley Authority. 92/02/26.  Document Control Branch
(Document Control Desk). 3pp. 60883:171-60883:173.

9203180124 Confirms 920226 telcon w/R Purcell & K Barr re revised date for meeting
to be held in Atlanta.GA on 920309 to discuss plant program for assurance of com-
pletion & assurance of quality.Proposed agenda encl.

REYES.LA. Region 2 (Post 820201). 92/02/27. NAUMAN.D.A. Tennessee Valley Au-
thority. 4pp. 60936:127-60936:130.

9203060078 Forwards planned changes in Employee Concerns Special Program Cor-
rective Action Tracking Document closure process for expedited review.per 920107
discussion.

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/02. Document Control Branch
(Document Control Desk). 9pp. 60867:001-60867:009.

9203180056 Discusses review of util nuclear QA plant (TVA-NQA-PLN89-A) annual
update.rev 2 transmitted w/920115 Itr.Plan acceptable per 10CFR50,app B.
GIBSON,A.F. Region 2 (Post 820201). 92/03/03, NAUMAN.D.A. Tennessee Valley
Authority. 6pp. 60935:121 -60935:126.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity,10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203130207 Notification of 920324 meeting w/util to discuss plant const status.licensing
status & high priority NRC/TVA issues.

TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
92/03/10. HEBDON.F.J. Project Directorate II-4 (formerly TVA Project Directorate)
(Post 900603). 3pp. 60909:351-60909:353.

9203130215 Notification of 920324 meeting w/util in Spring City.TN to discuss
status,needed actions & priorities of various licensing issues,including but not limited
to outstanding & confirmatory issues.

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603).
92/03/10. HEBDON.F.J, Project Directorate II-4 (formerly TVA Project Directorate)
(Post 900603). 3pp. 60909:346-60909:348.

9203170047 Advises that 910722 changes to plant ECCS evaluation model satisfy
10CFR50.46 requirement rept changes.

TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
92/03/11. Tennessee Valley Authority. 3pp. 60963:066-60963:068.

9203200044 Summary of 920225 meeting w/util re environ qualification program.
TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
92/03/13. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603),
4pp. 60991:157-60991:160.

9203240391 Advises that amends 54-63 to plant FSAR section 2.5 & util response to
request for addl info.generally acceptable, except for listed open item.
TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
92/03/19. Tennessee Valley Authority. 3pp. 61068:223-61068:226.

F. Security, medical, emergency & fire protection plans

9203110314 Ack 920205 fire protection rept superseding previous util fire protection
commitments,submittals & present program described in FSAR.
TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
92/03/05. KINGSLEY.O.D. Tennessee Valley Authority. 3pp. 60875:327-60875:329.

9203310135 Advises that 911028 & 1213 submittals of plant emergency response data
sys (ERDS) implementation plan provides basis for acceptable implementation ol
ERDS at plant.

HEBDON.F.J. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 92/03/26. BURZYNSKI.M.J. Tennessee Valley Authority. 4pp. 61194:128-
61194:132.

H. General correspondence

9203060360 Informs of resignation of DA Nauman.Senior Vice President, Nuclear Power
& that effective immediately.OD Kingsley will provide oversight of Nuclear Power ac-
tivities & will act as senior nuclear officer.

KINGSLEY.O.D. Tennessee Valley Authority. 92/03/02. Document Control Branch
(Document Control Desk). 1 p. 60840:351-60840:351.

9203090062 Requests all NRC correspondence for senior mgt continue to be addressed
to Senior Vice President.Nuclear Power at Chattanooga.TN office despite recent
change in mgt.

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/04. Document Control Branch
(Document Control Desk). 2pp. 60852:259-60852:260.R.J., KEIMIG.R.R. Region 1  (Post 820201). 92/03/12. 6pp.
